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SECRET 


\ 


0645 

0830- 

1000 

1200 - 

1330 

1600 


DCI V S PROJECTED SCHEDULE 


Fri day , 7 November 


ADM Monroe 

Breakfast w/ ABC Correspondents, Mayflower Hotel, Cabinet Room 


Lunch w, 
0/C, 


(0/DCI, OEOB) 


Monday, 10 November 
0815 0/C, DDCI 

0900 Staff Meeting 
1110 

1400- DC I Pre-Brief 

1530 

1530 Meet w/Ops CTs (1A07) 


25X1 

25X1 


25X1 


Tuesday, 11 November 
HOLIDAY 


Wednesday, 12 November 
DCI out of City 


Thursday, 13 November 

0930- Meet w/College Presidents (DCI C,R.) 

1015 

1130- Luncheon/Address to USMA Class of 1947. Bl ackies House of Beef 

ILLEGIB 


1530- '/Round-up* Meeting w/College Presidents (DCI C.R.) 
1615 

1645- Address Heinz Senate Seminar (318 Russell) 

1745 

1800- Cocktail Reception hosted by Senator & Mrs. Heinz, 
2000 



25X1 
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